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Message Text 


UNCLASSIFIED 

PAGE 01 IAEA V 06558 311624Z 

60 

ACTION OES-05 

INFO OCT-01 10-10 ISO-OO /016W 

021568 

R 311358Z JUL 75 
FM USMISSION IAEA VIENNA 
TO USERDA GERMANTOWN 
INFO SECSTATE WASHDC 6196 

UNCLAS IAEA VIENNA 6558 

EO 11652: N/A 

TAGS: IAEA, TECH 

SUBJ: IAEA REQUEST FOR EXPERT 

1. AGENCY HAS BEEN IN INFORMAL CONTACT WITH R.L. 

HEATH, AEROJET GENERAL, IDAHO FALLS, RE POSSIBLE 
CONSULTING AND LECTURE ASSIGNMENT IN CONNECTION AGENCY'S 
TRAINING COURSES IN MAINTENANCE AND REPAIR NUCLEAR 
ELECTRONIC EQUIPMENT AT ILO TURIN CENTER. 

2. HEATH'S LAST MESSAGE TO AGENCY (SCHULTZE-KRAFT) 
INDICATED HE UNCERTAIN AT PROSPECTS OF BING ABLE 

TO PROVIDE LECTURES, BUT WOULD BE INTERESTED IN SHORT 
CONSULTING ASSIGNMENT. 

3. SCHULTZE-KRAFT REQUESTS ERDA CONTACT HEATH AND 
INQUIRE INFORMALLY WHETHER HE AVAILABLE OCTOBER 17TH AND 
20TH FORL LECTURES ON USE AND MAINTENANCE OF MULTI- 
CHANNEL ANALYZERS AND RELATED SUBJECTS, AND OCTOBER 21 
AND 22 FOR CONSULTING ASSIGNMENT. AGENCY THINKS IT 
IMPORTANT FOR HEATH TO HAVE SOME INVOLVEMENT IN COURSE 
IN ORDER TO GET BETTER APPRECIATION OF PROBLEMS INVOLVED, 
PRIOR TO CONSULTING ASSIGNMENT, WHICH INVOLVES ADVICE 

ON FUTURE COURSES OF THIS TYPE TO BE GIVEN BY IAEA. 

4. ADVISE.LABOWITZ 
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Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
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